here value exceeds price 


Digital Pathology Market Set 
to Reach $1.86 Billion by 
2030: Key Drivers and 
Insights 


The digital pathology market is set for significant growth, projected to reach $1.86 billion by 
2030 with a compound annual growth rate (CAGR) of 8.7%, according to the latest report by 
Meticulous Research®. This growth is driven by several key factors, including the high 
prevalence of cancer, advancements in biomarker research, the increasing number of 
clinical trials for oncology drugs, and the rising demand for accurate genetic and rare 
disease detection. The widespread adoption of teleconsulting, coupled with growing 
interests in precision medicine, is also contributing to the market's expansion. Additionally, 
emerging economies present substantial opportunities for further market development. 


Download Sample Copy: https://www.meticulousresearch.com/download-sample- 
report/cp_id=5433 


Market Segmentation and Key Insights 
1. Offering: 


Hardware Dominance: In 2024, the hardware segment is expected to dominate the digital 
pathology market. This is largely due to the global burden of chronic diseases, the need for 
precise diagnosis, and the ongoing transformation of pathology into a digital discipline, 
which is fueling demand for advanced hardware solutions. 


2. Application: 


Disease Diagnosis Leading the Way: The disease diagnosis segment is anticipated to hold 
the largest market share in 2024. This can be attributed to the aging global population, the 
prevalence of chronic diseases, and the increased adoption of teleconsulting, particularly in 
the wake of the COVID-19 pandemic. 


3. End User: 


Hospitals & Clinics at the Forefront: Hospitals and clinics are projected to account for the 
largest share of the digital pathology market by 2024. This dominance is driven by the high 
volume of pathological tests required in these settings, the global shortage of pathologists, 
and ongoing research in precision medicine. 


Geographical Analysis 


North America is expected to lead the digital pathology market in 2024, followed by Europe 
and Asia-Pacific. The United States, in particular, is set to be the largest market within North 
America, driven by the digitization of pathology services, substantial R&D investments, the 
adoption of advanced technologies, and the increasing demand for fast and reliable 
diagnostics. 
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Get Customized Report: https://www.meticulousresearch.com/request- 


customization/cp_id=5433 


Key Players in the Market 


The competitive landscape of the digital pathology market includes major players such as 
3DHISTECH Ltd. (Hungary), Leica Microsystems (Germany), Hamamatsu Photonics K.K. 
(Japan), Nikon Corporation (Japan), Visiopharm A/S (Denmark), Koninklijke Philips N.V. 
(Netherlands), F. Hoffmann-La Roche Ltd (Switzerland), Glencoe Software, Inc. (U.S.), XIFIN, Inc. 
(U.S.), and PerkinElmer Inc. (U.S.). 


These companies are at the forefront of innovation, driving the market with their cutting- 
edge technologies and comprehensive service offerings. As the market continues to evolve, 
these players are expected to maintain their competitive edge by capitalizing on emerging 
trends and opportunities in digital pathology. 


Contact Us: 

Meticulous Research® 

Email- sales@meticulousresearch.com 
Contact Sales- +1-646-781-8004 


Connect with us on LinkedIn- https://www.linkedin.com/company/meticulous-research 
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